THE  CHURCH  OF  ST.  ALBERT  THE  GREAT 

Washington  St.,  Route  3,  Weymouth,  Mass. 
The  Parish  of  St.  Albert  the  Great  was  established  In  Novennber 
1950:  the  Church,  designed  in  a  contemporary  gothic  style,  was 
dedicated  in  February  1954. 


